


AN ACCOUNT OF ALL 

COALS 

Exported from Great Britain to Ireland, between the let January 1819 and the 
ist January 1820. 



Coals, Winchester measure 

Coals, by weight - 

Cinders, Winchester measure 

Culm, Winchester measure 



YEAR 

1819. 



Chaldrons, bus. 

353.821. 19- 

Tons. ciots. q. lbs. 

- 156,5 s0 - 1 9- — — 

ChaUlrms. bus. 

638. 27. 

Chaldrons, bus. 

15,167. 27. 



Custom-House, London 
13th June 1820. 



'} 



WILLIAM IRVING, 
Inspector General of the Imports and 
Exports of G* Britain. 
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